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Definitions of Fields Listed in Search Results 

Release Tracking Number (RTN): 

The number assigned to every site /reportable release. This number is preceded by 
1, 2, 3, or 4 depending on the region where the release/site is located (e.g., 
3-0001234). Corresponding regions are: 

• Western Region 

• Central Region 

• Northeast Region 

• Southeast Region 

Additional information about RTNs may be found at toknow.htm. 

City/Town: 

The city or town where the release of oil or hazardous material occurred. Boston and 
Barnstable are also broken down by neighborhood or village (e.g., Boston-Brighton, 
Barnstable-Hyannis) 

Release Address: 

The number and street that most accurately describe the site/release location. 

Site Name/Location Aid: 

Describes the site in terms of its location, use, or type ("Bob's Gas Station" or 
"Across from Building 1"). 

Reporting Category: 

How quickly a release must be reported to DEP. The potential severity of a release 
dictates how soon it must be reported. Reporting categories are 2 hours, 72 hours, 
and 120 days. 

Notification Date: 

The date DEP uses to establish 21E deadlines. This date is usually the date when the 
site/release was reported to DEP. However, for some sites, especially those dating 
before 1993, the notification date may be later than the date DEP first learned about 
the site. 

Compliance Status: 

21E sites compliance status definitions: 

• ADEQUATE REG (Adequately Regulated): A site/release where response 
actions are deemed adequately regulated under another DEP program or by 
another government agency. 

• DEPMOU (Memorandum of Understanding): A site/release where DEP 
has a Memorandum of Understanding or other written agreement with a 
responsible party. 

• DPS (Downgradient Property Status): A site where a DPS Submittal to 
DEP has stated that contamination on the property is coming from an 
upgradient property. 


• DPSTRM (Downgradient Property Status Terminated): A site where 
Downgradient Property Status has been terminated. 

• INVSUB (Invalid Submittal): An RAO Statement that was submitted for 
the site has been determined to be invalid by DEP. 
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• RAO (Response Action Outcome): A site/release where an RAO Statement 
was submitted. An RAO Statement asserts that response actions were 
sufficient to achieve a level of no significant risk or at least ensure that all 
substantial hazards were eliminated. 

• REMOPS (Remedy Operation Status): A site where a remedial system 
which relies upon Active Operation and Maintenance is being operated for the 
purpose of achieving a Permanent Solution. 

• RTN Closed: Future response actions addressing the release associated with 
this Release Tracking Number (RTN) will be conducted as part of the 
response actions planned for the site under another "primary" RTN. 

• SPECPR (Special Project): The site has Special Project status. 

• STMRET (Statement Retracted): An RAO Statement that had been 
submitted for the site has been retracted. 

• TCLASS (Tier Classification): A site/release where a Tier Classification 
Submittal was received, but the classification type has not been confirmed by 
DEP. 

Note: Sites are usually Tier Classified using the Numerical Ranking System (NRS). 
The NRS scores sites on a point system based on a variety of factors. These include 
the site's complexity, the type of contamination, and the potential for human or 
environmental exposure to the contamination. In addition, some sites are 
automatically classified as Tier 1 sites if they pose an imminent hazard, affect public 
water supplies, or miss regulatory deadlines. 

• TIER lA: A site/release receiving a total NRS score equal to or greater than 
550. These sites/releases require a permit and the person undertaking 
response actions must do so under direct DEP supervision. 

• TIER IB: A site/release receiving an NRS score of less than 550 and equal to 
or greater than 450. These sites/releases also require a permit, but response 
actions may be performed under the supervision of a Licensed Site 
Professional (LSP) without prior DEP approval. 

• TIER 1C: A site/release receiving a total NRS score of less than 450 and 
equal to or greater than 350. A site/release receiving a total NRS score of 
less than 350, but which meets any of the Tier 1 Inclusionary Criteria 
specified in 310 CMR 40.0520(2)(a), is also classified a Tier 1C. These 
sites/releases also require a permit, but response actions may be performed 
under the supervision of an LSP without prior DEP approval. 

• TIER 2: A site/release receiving a total NRS score of less than 350, unless 
the site meets any of the Tier 1 Inclusionary Criteria (see above). Permits are 
not required at Tier 2 sites/releases and response actions may be performed 
under the supervision of an LSP without prior DEP approval. All pre-1993 
transition sites that have accepted waivers are categorically Tier 2 sites. 

• TIER ID: A site/release where the responsible party fails to provide a 
required submittal to DEP by a specified deadline. Note: formerly Default 
Tier IB. 

• UNCLASSIFIED: A release that has not reached its Tier Classification 
deadline (usually one year after it was reported), and where an RAO 
Statement, DPS Submittal, or Tier Classification Submittal has not been 
received by DEP. 


The following definitions apply to sites that were reported to DEP prior to October 
1993 and which were regulated under an older version of the MCP: 

• DEPNDS: DEP Not a Disposal Site means that DEP has determined that 
these locations did not need to be reported and are not disposal sites. 

• DEPNFA: DEP No Further Action means that response actions were 
conducted and DEP determined that no further action was needed for the 
site. 

• LSPNFA: LSP No Further Action means that response actions were conducted 
and an LSP has determined that no further action was needed for the site. 

• PENNDS: Pending Not a Disposal Site means a document was submitted to 
DEP asserting that these locations did not need to be reported and are not 
disposal sites. These submittals are considered pending until DEP audits 


2 of 4 


8/31/2007 2:50 PM 


109 


Mass DEP :: MA DEP - Definitions of Fields Listed in Seareh Results 


http://mass.gov/dep/eleanup/sites/statdef.htm 


them. 


• PENNFA: Pending No Further Action means a document was submitted to 
DEP asserting that a site assessment had determined that no further action 
was required. These submittals are considered pending until DEP audits 
them. 

• WCSPRM: A Waiver Completion Statement has been submitted to DEP. 

Compliance Status Date: 

The date a release/site was listed as its current compliance status. 

Phase: 

Indicates the release/site cleanup phase. 

• No Phase: Phase report not required or not submitted. 

• Phase I: Initial Site Investigation, including Tier Classification. In this phase, 
samples are collected and analyzed to determine the types, amounts, and 
location of contaminants. 

• Phase II: Comprehensive Site Assessment. During Phase II, the risks posed 
to public health, welfare, and the environment are determined. 

• Phase III: Identification, Evaluation, and Selection of Comprehensive 
Remedial Action Alternatives and the Remedial Action Plan. In Phase III, 
cleanup options are assessed and a cleanup plan is selected. 

• Phase IV: Implementation of the Selected Remedial Action Alternative and 
Remedy Implementation Plan. The cleanup plan is implemented in Phase IV. 

• Phase V: Operation, Maintenance, and/or Monitoring. During Phase V, 
long-term treatment processes are implemented and monitored to track 
cleanup progress. 


RAO Class: 

The class of Remedial Action Outcome submitted to the Department: 

• Class A RAO- Remedial work was completed and a level of "no 
significant risk" has been achieved. 

Al: A permanent solution has been achieved. 
Contamination has been reduced to background or a 
threat of release has been eliminated. 

A2: A permanent solution has been achieved. 
Contamination has not been reduced to background. 

A3: A permanent solution has been achieved. 
Contamination has not been reduced to background and 
an Activity and use Limitation (AUL) has been 
implemented. 

A4: A permanent solution has been achieved. 
Contamination has not been reduced to background and 
an Activity and use Limitation (AUL) has been 
implemented. Contamination is located at a depth of 
>15 feet but evaluation has determined that it is not 
feasible to reduce it. 

• Class B RAO- Site assessment indicates that "no significant risk" 
exists. No remedial work was necessary. 

Bl: Remedial actions have not been conducted because 
a level of No Significant Risk exists. 

B2: Remedial actions have not been conducted because 
a level of No Significant Risk exists, but that level is 
contingent upon one or more Activity and use 
Limitations (AULs) that have been implemented. 

B3: Remedial actions have not been conducted because 
a level of No Significant Risk exists, but that level is 
contingent upon one or more Activity and use 
Limitations (AULs) that have been implemented, and 
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contamination is located at a depth of >15 feet but 
evaluation has determined that it is not feasible to 
reduce it. 

• Class C RAO- A temporary cleanup. Although the site does not 
present a "substantial hazard", it has not reached a level of no 
significant risk. The site must be evaluated every five years to 
determine whether a Class A or Class B RAO is possible. All sites are 
expected eventually to receive a Class A or B RAO. 

Note: Activity and Use Limitations (AULs) are legal restrictions used In the 
context of the Massachusetts Contingency Plan to limit future exposure to 
contaminants remaining at a site. See Guidance on Implementing Activity 
and Use Limitations for additional information. 



Contacts • Feedback • Related Sites • Site Policies • Help 

Mass.Gov • Energy & Environmental Affairs • Department of Environmental Protection 
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Reportable Release Lookup 


The search returned 155 results. Search Keywords » Town: "ARLINGTON" | Sorted by: "Town, Address, RTN" | Data last updated: 08/21/2007 


RTN 

City/Town 

Release Address 

Site Name/Location Aid 

Reporting Notiileation 
Category Date 

Compiianee 

Status 

Date 

Phase 

RAO 

Class 

Chemical 

Type 

3-0003376 

ARLINGTON 424-426 430 440 MASSACHUSETTS 

MIRAK ARLINGTON CENTER 

NONE 

1/15/1991 

WCSPRM 

11/11/1995 



Oil 

3-0000212 

ARLINGTON 

1 AND 9R PARK AVE 

ROWSELLS WELDING 

NONE 

^/1985 

RAO 

1/21/2004 


A1 

Oil 

3-0013560 

ARLINGTON 519 APPLETON ST 

FACILITY #51/DISTRICT 4 
HEADQUARTERS 

120 DY 

T/14/1996 

RAO 

1/27/2004 


A2 

Hazardous 

Material 

3-0015826 

ARLINGTON 519 APPLETON ST 

MA HWY DEPT 

72 HR 

12/15/1997 

RTN CLOSED 

12/14/1998 

PHASE III 


Oil 

3-0020499 

ARLINGTON 519 APPLETON ST 

MASS HWY DEPOT 

120 DY 

1/19/2001 

RTN CLOSED 

1/19/2002 



Hazardous 

Material 

3-0021235 

ARLINGTON 7 ARROWHEAD LN 

DR AND MRS CHARLES H BURKE 
RESIDENCE 

TWO HR 

11/4/2001 

RAO 

3/30/2004 

PHASE II 

A2 

Oil 

3-0026212 

ARLINGTON 23 AVOLA ST 

RESIDENCE 

72 HR 

11/2006 

UNCLASSIFIED 

1/7/2006 



Oil and 
Hazardous 
Material 

3-0002626 

ARLINGTON 70 BOW ST 

PROPERTY 

NONE 

1/15/1990 

DEPNDS 

' 4/2/1996 




3-0010409 

ARLINGTON 76 BRANTWOOD RD 

NO LOCATION AID 

TWO HR 

1/9/1994 

RAO 

1/19/1994 


A2 

Oil 

3-0018978 

ARLINGTON 

1 BROADWAY 

NO LOCATION AID 

120 DY 

11/17/1999 

STMRET 

8/4/2006 

PHASE II 


Oil 

3-0026317 

ARLINGTON 

1 BROADWAY 

AT SUNNYSIDE AVE 

72 HR 

10/23/2006 

UNCLASSIFIED 

10/23/2006 



Oil 

3-0002213 

ARLINGTON 23 BROADWAY 

CHRISS SERVICE STATION FMR 

NONE 

10/15/1989 

WCSPRM 

11/26/1990 



Oil 

3-0002536 

ARLINGTON 46 BROADWAY 

SUNOCO SERVICE STATION 

NONE 

4/15/1990 

RAO 

1/15/2003 

PHASE V 

A2 


3-0015709 

ARLINGTON 46 BROADWAY 

SUNOCO 

TWO HR 

11/11/1997 

RTN CLOSED 

1/2/1998 



Oil 

3-0018828 

ARLINGTON 

125 BROADWAY 

EVERETT ST 

72 HR 

10/6/1999 

RAO 

5/3/2004 

PHASE III 

A2 

Oil 

3-0021327 

ARLINGTON 

125 BROADWAY 

NO LOCATION AID 

^HR 

12/13/2001 

RTN CLOSED 

11/25/2002: 




3-0012170 

ARLINGTON 305 BROADWAY 

NO LOCATION AID 

TWO HR 

2/13/1995 

RAO 

4/2/2004 


A1 

Oil 

3-0013738 

ARLINGTON 24 CENTRAL ST 

NO LOCATION AID 

TWO HR 

1/8/1996 1 

RAO 

1/1/1998 

PHASE II 

A3 

Oil 

3-0019841 

ARLINGTON 2 CHAPMAN ST 

NO LOCATION AID 

120 DY 

1/15/2000 

RAO 

1/11/2000 


A2 

Oil 

3-0025473 

ARLINGTON 93 CHURCHILL AVE 

HOMEOWNER 

TWO HR 

12/8/2005 

RAO 

9/27/2006 


A2 

Oil 

3-0004710 

ARLINGTON 

12 DICKSON AVE 

PROPERTY 

NONE 

10/1/1993 

RAO 

4/19/1994 


A2 


3-0003952 

ARLINGTON DOW AVE WOLLASTON AVE 

ST CAMILLUS PROPERTY LOT lA 

NONE 

7/15/1992 

RAO 

1/17/2000 

PHASE III 

B1 

Oil 

3-0018101 

ARLINGTON 29 DUDLEY ST 

NO LOCATION AID 

120 DY 

1719/1999 

RAO 

12/371999 


A2 

Oil and 
Hazardous 
Material 

3-0017565 

ARLINGTON 9 DUDLEY STREET PL 

DUDLEY FUEL 

72 HR 

11/12/1998 

RAO 

1/22/2002 

PHASE IV 

A2 

Oil and 
Hazardous 
Material 

3-0017599 

ARLINGTON 9 DUDLEY STREET PL 

DUDLEY FUEL 

^HR 

11/19/1998 

RTN CLOSED 

12/7/1999 



Oil 

3-0017104 

ARLINGTON EASTERN AVE 

BRACKETT SCHOOL 

^HR 

7/30/1998 

RAO 

7/30/1999 


A2 

Oil 

3-0024949 

ARLINGTON END OF DODGE ST 

TURKEY HILL WATER TANK 
TURKEY HILL RESRV 

120 DY 

1/13/2005 

RAO 

6/9/2006 


A2 

Hazardous 

Material 
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3-0004132 

ARLINGTON 

130 EVERETT ST 

ARLINGTON GARDENS 
APARTMENTS 

NONE 

10/15/1992 

RAO 

8/5/1997 


A2 


3-0013084 

ARLINGTON 

130 EVERETT ST 

ARLINGTON GARDENS APTS 

72 HR 

10/25/1995 

RAO 

10/25/1996 


A2 

Oil 

3-0025007 

ARLINGTON 57-59 EXETER ST 

NO LOCATION AID 

^72 HR 

7/5/2005 

TIER 2 

11/6/2006 

PHASE II 


Oil 

3-0024297 

ARLINGTON FARRINGTON ST 

ROADWAY 

TWO HR 

10/4/2004 

RAO 

[9/12/2005 


A1 

Oil 

3-0023559 

ARLINGTON 

185 FLORENCE AVE 

DALLIN SCHOOL 

TWO HR 

1/24/2004 

RAO 

2/8/2005 


A2 

Oil 

3-0026627 

ARLINGTON 31 FORDHAM ST 

HOMEOWNER 

TWO HR 

2/23/2007 

UNCLASSIFIED 

2/23/2007 



Oil 

3-0023316 

ARLINGTON FOSTER ST, ALLEN ST, TURF ST, 

NO LOCATION AID 

TWO HR 

10/28/2003 

RAO 

1/2/2004 


A1 

Oil 

3-0023384 

ARLINGTON GRAFTON ST @ MASSACHUSETTS 

NO LOCATION AID 

TWO HR 

ll/fl/2003 

RAO 

1/23/2004 


A2 

Oil 

3-0019829 

ARLINGTON 

117 GRAY ST 

RAAB RESIDENCE 

72 HR 

^/10/2000 

RAO 

11/29/2000 


A2 

Oil 

3-0004317 

ARLINGTON 50 GROVE ST 

MAINTERNANCE & REPAIR 
FACILITY 

NONE 

1I\5I\992> 

RAO 

1^21/1996 




3-0011771 

ARLINGTON 50 GROVE ST 

FRONT OF BUILDING 

72 HR 

10^/1994 

RAO 

4/6/1998 


A2 

Oil 

3-0004241 

ARLINGTON 51 GROVE ST 

51 GROVE ST SITE 

120 DY 

10/1/1993 

REMOPS 

4/9/2007 

PHASE V 


Oil 

3-0018405 

ARLINGTON 51 GROVE ST 

DPW GARAGE 

120 DY 

^10/1999 

RTN CLOSED 

8/9/2002 

PHASE II 


Oil and 
Hazardous 
Material 

3-0019754 

ARLINGTON 51 GROVE ST 

DPWYARD 

72 HR 

^1/2000 

RAO 

12/1/2003 

PHASE IV 

Cl 


3-0024242 

ARLINGTON 51 GROVE ST 

ALINGTON HIGH SCHOOL 

TWO HR 

^16/2004 

RTN CLOSED 

1^/15/2005 



Hazardous 

Material 

3-0010373 

ARLINGTON 72 HATHAWAY CIR 

NO LOCATION AID 

TWO HR 

12^/1993 

RAO 

T/11/1997 


A2 

Oil 

3-0025969 

ARLINGTON 98 HATHAWAY CIR 

HOMEOWNER 

72 HR 

6/8/2006 

RAO 

6/11/2007 


A2 

Oil 

3-0026439 

ARLINGTON 25 HEMLOCK ST 

HOMEOWNER 

TWO HR 

12/2/2006 

UNCLASSIFIED 

12/2/2006 



Oil 

3-0025596 

ARLINGTON 

149 HERBERT ST 

MARASCO RESIDENCE 

120 DY 

1/18/2006 

RAO 

1/4/2007 


A2 

Oil and 
Hazardous 
Material 

3-0026013 

ARLINGTON 

149 HERBERT ST 

HOMEOWNER 

TWO HR 

6/22/2006 

RAO 

1/4/2007^ 



Oil 

3-0011482 

ARLINGTON 26 HOBBES CT 

BACK OF GARAGE 

72 HR 

8/17/1994 

RAO 

8/17/1995 


A2 

Oil 

3-0002867 

ARLINGTON 20 HOBBS CT 

COMMERCIAL PROPERTY 

NONE 

4/5/1989 

RAO 

4/4/2003 


A2 


3-0011481 

ARLINGTON 26 HOBBS CT 

MIRAK CHEVROLET 

^HR 

^/17/1994 

RAO 

;^/157i995 


A2 

Oil 

3-0013090 

ARLINGTON 26 HOBBS CT 

BELOW GARAGE SLAB 

120 DY 

10^/1995 

RAO 

1/19/1999 

PHASE II 

A2 

Oil 

3-0010969 

ARLINGTON HOSPITAL RD 

SYMMES HOSPITAL 

TWO HR 

V8/1994 

RAO 

5/8/2003 

PHASE IV 

Cl 

Oil 

3-0021196 

ARLINGTON HOSPITAL RD 

NO LOCATION AID 

72 HR 

10/19/2001 

RTN CLOSED 

6/7/2002 



Oil 

3-0023082 

ARLINGTON 39 HOSPITAL RD 

NO LOCATION AID 

TWO HR 

8/12/2003 

RAO 

|1/17/2005 

PHASE II 

A2 

Oil 

3-0025439 

ARLINGTON 39 HOSPITAL RD 

NO LOCATION AID 

^HR 

11/29/2005 

RAO 

i727/2006 


A2 

Oil 

3-0022759 

ARLINGTON 73 JASON ST 

42-24-42N 71-09-42W 

TWO HR 

4/9/2003 

RAO 

12/8/2003 


A2 

Oil 

3-0023276 

ARLINGTON 73 JASON ST 

LYONS FUEL LOBEL RESIDENCE 

42 24 42 N 

TWO HR 

10/15/2003 

RAO 

11/14/2006 

PHASE II 

A2 

Oil 

3-0010856 

ARLINGTON JASON STREET SPRING ST 

RTE 2 MWRA PUMP STA 

TWO HR 

4/12/1994 

RAO 

j 6/137l994 


A1 

Oil 

3-0002531 

ARLINGTON 42 LOWELL ST 

ARLINGTON AUTO CLINIC 

NONE 

1i7M988 

DEPNFA 

4/4/1996 



Oil 

3-0000211 

ARLINGTON MAGNOLIA ST 

MBTA THORNDIKE FIELD 

NONE 

1/15/1987 

RAO 

1/157i997 


B1 

- 
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3-0013215 

ARLINGTON MASSACHUSETTS AVE 

FMR ARLINGTON GAS WORKS 

SITE 

120 DY 

1/23/1996 

RTN CLOSED 

7/25/1996 



Oil and 
Hazardous 
Material 

3-0021091 

ARLINGTON 

MASSACHUSETTS AVE 

KEYSPAN GAS MAIN OPP 1380 
MASS AVE 

120 DY 

9/5/2001 

RAO 

9/5/2001 


A2 

Oil 

3-0004169 

ARLINGTON 

15-19 MASSACHUSETTS AVE 

ALEWIFE MOTORS INC 

NONE 

1/157i993 

DPS 

T/19/1996 




3-0020965 

ARLINGTON 

15-19 MASSACHUSETTS AVE 

NO LOCATION AID 

120 DY 

8/2/2001 

RAO 

1/25/2002 


A2 

Oil and 
Hazardous 
Material 

3-0024093 

ARLINGTON 

25 MASSACHUSETTS AVE 

FMR ARROW PONTIAC 

120 DY 

8/3/2004 

TIER ID 

1/10/2005 




3-0021070 

ARLINGTON 

104 MASSACHUSETTS AVE 

MAGNOLIA ST 

TWO HR 

9/11/2001 

RAO 

8/19/2003 

PHASE II 

A2 

Oil 

3-0026452 

ARLINGTON 

138-142 MASSACHUSETTS AVE 

NO LOCATION AID 

TWO HR 

I 2 / 7 / 2 OO 6 

UNCLASSIFIED 

I 2 I/ 2 OO 6 



Hazardous 

Material 

3-0002766 

ARLINGTON 264 MASSACHUSETTS AVE 

TEXACO STATION 

NONE 

4 /I 5 I 992 

RAO 

6/15/1995 


A2 


3-0024096 

ARLINGTON 264 MASSACHUSETTS AVE 

SERVICE STA FMR 

120 DY 

1/29/2004 

RAO 

4/5/2005 


A2 

Oil 

3-0024873 

ARLINGTON 

264 MASSACHUSETTS AVE 

NO LOCATION AID 

TWO HR 

' 5/18/2005^ 

RAO 

5/23/2006 


A1 

Oil 

3-0000214 

ARLINGTON 

362-364 MASSACHUSETTS AVE 

GASOLINE STATION FMR 

NONE 

T/151987 

DEPNFA 

1731/1986 




3-0000734 

ARLINGTON 444 MASSACHUSETTS AVE 

PROPERTY 

NONE 

10/157i988 

DEPNFA 

5/7/1996 



Oil 

3-0006046 

ARLINGTON 

835 MASSACHUSETTS AVE 

GMC DEALERSHIP 

NONE 

4 / 27 I 994 

RAO 

11/2000 

PHASE IV 

A2 

Oil 

3-0018203 

ARLINGTON 

855-865 MASSACHUSETTS AVE 

ARLINGTON HIGH SCHOOL 

120 DY 

4/16/1999 

RTN CLOSED 

4/12/2001 



Oil 

3-0022352 

ARLINGTON 

869 MASSACHUSETTS AVE 

NO LOCATION AID 

TWO HR 

11/27/2002 

RAO 

1/19/2003 

_ 

A2 

Oil 

3-0022371 

ARLINGTON 

869 MASSACHUSETTS AVE 

ARLINGTON HIGH SCHOOL 

TWO HR 

T 2 / 9 / 2 OO 2 ^ 

RAO 

II 9 / 2 OO 3 


^a1^ 

Oil 

3-0024460 

ARLINGTON 

869 MASSACHUSETTS AVE 

ARLINGTON HIGH SCHOOL AUTO 
SHOP 

120 DY 

12/1/2004 

RAO 

T 2 / 9 / 2 OO 5 


A2 

Oil and 
Hazardous 
Material 

3-0021658 

ARLINGTON 

880 MASSACHUSETTS AVE 

LOCKLAND AVE 

72 HR 

4/9/2002 

RAO 

1/11/2003 


A2 

Oil 

3-0022012 

ARLINGTON 

880 MASSACHUSETTS AVE 

LOCKELAND AVENUE 

120 DY 

8/8/2002 

RAO 

5/9/2003 


A2 


3-0012118 

ARLINGTON 

895-901 MASSACHUSETTS AVE 

ANDERSON & SONS INC 

72 HR 

^730/1995 ^ 

RAO 

1/16/1995 


A2 

Oil 

3-0002004 

ARLINGTON 

905 MASSACHUSETTS AVE 

PROPERTY 

NONE 

4/15ll989 

RAO 

I 1 /I 5 /I 995 

PHASE II 

A2 


3-0002768 

ARLINGTON 

934 MASSACHUSETTS AVE 

SHELL SERVICE STATION 

NONE 

T/I 5 I 1993 

RAO 

2/26/1997 


A2 

Oil 

3-0017460 

ARLINGTON 

956 MASSACHUSETTS AVE 

COLEMAN RD 

120 DY 

10/15/1998 

RAO 

10/28/1998 


B1 

Oil 

3-0000883 

ARLINGTON 

971-977 MASSACHUSETTS AVE 

PROPERTY 

NONE 

10/1571988 

PENNFA 

1/11/1997 




3-0003999 

ARLINGTON 

1092 MASSACHUSETTS AVE 

DRY CLEANERS 

NONE 

7 /I 5 I 1992 

TIER 2 

6 /I 2 I 998 




3-0000697 

ARLINGTON 

1116 MASSACHUSETTS AVE 

AMOCO STATION 5034 FMR 

NONE 

T/157i990 

RAO 

1/21/1995 


A2 


3-0002610 

ARLINGTON 

1165-67R MASSACHUSETTS AVE 

MIRAK CHEVROLET 

NONE 

10/137i989 

RAO 

6/1/1994 


A1 


3-0013786 

ARLINGTON 

1386 MASSACHUSETTS AVE 

NO LOCATION AID 

120 DY 

1/17/1996 

RAO 

4/16/2004 

PHASE II 

B2 

Oil 

3-0020164 

ARLINGTON 

1395 MASSACHUSETTS AVE 

NO LOCATION AID 

l2HR 

ILI 9 / 2 OOO 

RTN CLOSED 

10/9/2001 



Oil 

3-0020262 

ARLINGTON 

1395 MASSACHUSETTS AVE 

NO LOCATION AID 

72 HR 

12/28/2000 

RTN CLOSED 

10/9/2001 



Oil 

3-0020732 

ARLINGTON 

1395 MASSACHUSETTS AVE 

SUNRISE 

72 HR 

5 / 24 / 200 T 

RTN CLOSED 

:To/9/20or 



Oil 

3-0000078 

ARLINGTON 

1395-1425 MASSACHUSETTS AVE 

MBTA PARKING LOT 

NONE 

T/151987 

RAO 

1/14/2007 

PHASE V 

C2 

Oil 

3-0014443 

ARLINGTON 

1395-1425 MASSACHUSETTS AVE 

MBTA PARKING LOT 

l2 HR 

10/211996 

RTN CLOSED 

12/30/1996 



Oil and 
Hazardous 
Material 
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3-0013059 

ARLINGTON 

1425 MASSACHUSETTS AVE 

NO EOCATION AID 

72 HR 

10/19/1995 

RAO 

10/25/1996 


A2 

Oil 

3-0000836 

ARLINGTON 

1432 MASSACHUSETTS AVE 

GUFF SERVICE STATION 

NONE 

12/5/1986 

STMRET 

12/30/1998 




3-0004242 

ARLINGTON 

1531 MASSACHUSETTS AVE 

PAUE REVERE FUEE CO 

NONE 

7/1571993 

RAO 

2/26/2007 


A2 


3-0017868 

ARLINGTON 440R MASSACHUSETTS AVE 

NEAR REAR DOOR OF BUIEDING 

120 DY 

1/14/1999 

RAO 

6/11/1999 


A2 

Oil and 
Hazardous 
Material 

3-0018021 

AREINGTON 440R MASSACHUSETTS AVE 

NO EOCATION AID 

72 HR 

2/22/1999 

RAO 

47o/1999 


A2 

Oil 

3-0018089 

ARLINGTON 440R MASSACHUSETTS AVE 

NO EOCATION AID 

120 DY 

7/12/1999 

RAO 

77o/1999 


A2 

Oil 

3-0000213 

AREINGTON 

1151R MASSACHUSETTS AVE 

VIEEAGE STRIPPER 

NONE 

1/157i987 

RAO 

7/127i997 

PHASE II 

B1 


3-0018209 

AREINGTON MASSACHUSETTS AVE AND 
PEEASANT 

TELEPHONE POEE AND CATCH 
BASIN 

TWO HR 

4/20/1999 

RAO 

47o/1999 


A1 

Oil 

3-0016705 

AREINGTON MEDFORD ST 

NEAR MT PLEASANT CEMETERY 

120 DY 

4/177i998 

URAM 

4/17/1998 



Hazardous 

Material 

3-0024966 

AREINGTON 

188 MEDFORD ST 

CEOSED BANK BRANCH 

120 DY 

6/20/2005 

RAO 

6/22/2006 


A2 

Oil 

3-0019235 

AREINGTON 25 MIEE ST 

NO EOCATION AID 

TWO HR 

2 /2/2000 

RAO 

774/2000 


A1 

Oil 

3-0000814 

AREINGTON 30 MIEE ST 

BRIGHAMS INC 

NONE 

10/3/1986 

RAO 

7/30/2007 

PHASE III 

A3 

Oil 

3-0014989 

AREINGTON 30 MIEE ST 

NO EOCATION AID 

72 HR 

4/10/1997 

RAO 

77/1999 

PHASE II 

A2 

Oil 

3-0017697 

AREINGTON 30 MIEE ST 

BRIGHAMS EAST EDGE OF 
PARKING EOT 

72 HR 

12/7/1998 

RAO I 

7/30/2007 



Oil 

3-0022081 

AREINGTON 30 MILE ST 

NO EOCATION AID 

120 DY 

7/5/2002 

RAO 

3/8/2005 


B1 

Hazardous 

Material 

3-0019499 

AREINGTON 42 MIEE ST 

BRIGHAMS REAR EOADING DOCK 

TWO HR 

5/3/2000 

RAO 

774/2000 


A1 

Oil 

3-0021092 

AREINGTON 42 MIEE ST 

REAR EOADING DOCK 

TWO HR 

7/18/2001 

RAO 

11/13/2001 


A1 

Oil 

3-0000678 

ARLINGTON ME EA EOWEEE ST 

PROPERTY 

NONE 

10/17/1988 

PENNFA 

77/1995 




3-0011199 

AREINGTON 7 MOHAWK RD 

NO EOCATION AID 

72 HR 

4/23/1994 

RAO 

2/23/1998 

PHASE II 

A2 

Oil 

3-0014728 

AREINGTON 22 MOUETON RD 

NO EOCATION AID 

120 DY 

1/1371997 

RAO 

127/2001 

PHASE II 

A2 

Oil 

3-0019131 

ARLINGTON 

180 MOUNTAIN AVE 

NO EOCATION AID 

TWO HR 

1/3/2000 

RAO 

1/17/2006 

PHASE IV 

Cl 

Oil 

3-0021646 

ARLINGTON MYSTIC ST 

INTERSECTION WITH SUMMER ST 

TWO HR 

4/5/2002 

RAO 

7/13/2002 


A2 

Oil 

3-0017441 

ARLINGTON 

81 MYSTIC ST 

NO EOCATION AID 

72 HR 

10/16/1998 

RAO 

3/23/2007 

PHASE IV 

A2 

Hazardous 

Material 

3-0017442 

ARLINGTON 

81 MYSTIC ST 

NO EOCATION AID 

72 HR ^ 

‘ 10/16/1998 

RTN CEOSED 

10/22/1999 



Oil 

3-0018894 

ARLINGTON 

81 MYSTIC ST 

NO EOCATION AID 

120 DY 

10/^/1999 

RTN CEOSED 

10/25/2000 



Hazardous 

Material 

3-0024418 

ARLINGTON 

81 MYSTIC ST 

NO EOCATION AID 

^HR 

11/18/2004 

RTN CEOSED 

7/16/2006 

PHASE II 


Oil 

3-0001635 

ARLINGTON 

82 MYSTIC ST 

JIMS MOBIE STATION 

NONE 

1/15/1989 

RAO 

7/18/1998 

PHASE II 

A2 


3-0017493 

ARLINGTON 

88 MYSTIC ST 

BOSTON EDISON SUBSTATIOn1^9 

120 DY 

10/^/1998 

RAO 

10/29/1998 


A2 

Oil 

3-0018766 

ARLINGTON 

88 MYSTIC ST 

BOSTON EDISON STATION 59 

TWO HR 

7/18/1999 

RAO 

10/12/1999 


A1 

Oil 

3-0021151 

ARLINGTON 

88 MYSTIC ST 

NSTAR STATION 59 

120 DY 

10 /11/2001 

RAO 

11/19/2001 


A2 

Hazardous 

Material 

3-0010645 

ARLINGTON 

112 MYSTIC ST 

NEAR SUMMER ST COMMUNITY 
SAFETY BUIEDING 

72 HR 

77/1994 

RAO 

7/14/2000 

PHASE IV 

A2 

Oil 

3-0017698 

ARLINGTON 

140 MYSTIC ST 

NO EOCATION AID 

72 HR 

12/8/1998 

RAO 

4/8/1999 


A2 

Oil 

3-0025750 

ARLINGTON NEAR 10 POND EN 

UTIEITY POEE # 863/2 

TWO HR 

3/22/2006 

RAO 

4/4/2006 


A1 

Oil 
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3-0002009 

ARLINGTON PARK AVE 

FIRE STATION 

NONE 

4/15/1989 

PENNFA 

9/1/1993 




3-0014668 

ARLINGTON 30 PARK AVE 

ALPHA AUTO BODY 

TWO HR 

12^/1996 

RAO 

2/24/1997 


A1 

Hazardous 

Material 

3-0003838 

ARLINGTON 40 PARK AVE 

UTOPIA DRY CLEANERS 

NONE 

1/15/1992 

RAO 

^/10/1997 

PHASE IV 

Cl 


3-0000489 

ARLINGTON 41 PARK AVE 

ARLINGTON COAL & LUMBER 

NONE 

1/15/1987 

DEPNDS 

^1996 




3-0023915 

ARLINGTON 

191 PARK AVE 

NO LOCATION AID 

72 HR 

^28/2004 

RAO 

^7/20/2004 


A1 

Oil 

3-0003451 

ARLINGTON 30 PARK ST 

COMMERCIAL PROPERTY 

NONE 

11/11/1988 

RAO 

7^1997 

PHASE II 

A2 

Oil 

3-0011738 

ARLINGTON PAUL REVERE RD 

NO LOCATION AID 

TWO HR 

10/17/1994 

RAO 

12/14/1994 


A1 

Oil and 
Hazardous 
Material 

3-0010500 

ARLINGTON 95 PAUL REVERE RD 

NO LOCATION AID 

TWO HR 

^/1/1994 

RAO 

1/31/1995 


A2 

Oil 

3-0012342 

ARLINGTON PLEASANT ST 

NEAR WILDWOOD APTS 

TWO HR 

4/4/1995 

RAO 

5731/1995 


A1 


3-0004679 

ARLINGTON 67 PLEASANT ST 

NEW ENGLAND TELEPHONE 

NONE 

10/22/1992 

RAO 

^/11/1997 


A2 

Oil 

3-0024864 

ARLINGTON 

19 REAR PARK AVE 

NO LOCATION AID 

TWO HR 

^16/2005 

TIER 2 

5/8/2006 

PHASE II 


Hazardous 

Material 

3-0022328 

ARLINGTON 5 REED ST 

NO LOCATION AID 

TWO HR 

11 /20/2002 

RAO 

9/11/2003 


A2 

Oil 

3-0004285 

ARLINGTON REED ST DRAELON ST 

LIBERTY BAPTIST CHURCH 
PROPER 

NONE 

10/1/1993 

LSPNFA 

7/30/1997 



Oil 

3-0000689 

ARLINGTON 

85 RIVER ST 

GULF STATION 

NONE 

1/15/1990 

RAO 

4^/1999 

PHASE II 

A2 


3-0016659 

ARLINGTON 

14 RYDER ST 

ROADWAY 

120 DY 

^/1998 

URAM 

4/9/1998 



Oil and 
Hazardous 
Material 

3-0002522 

ARLINGTON 

15 RYDER ST 

ARLINGTON GARAGE CENTER 

NONE 

10/15/1989 

WCSPRM 

10/17/1994 



Oil 

3-0023651 

ARLINGTON 

SUMMER ST 

BETWEEN ORIENT AVE AND 
ARTHUR RD 

TWO HR 

3/3/2004 

ADEQUATE 

REG 

^6/12/2006 



Hazardous 

Material 

3-0025592 

ARLINGTON 

159 SUMMER ST 

NO LOCATION AID 

TWO HR 

1/19/2006 

RAO 

1/17/2007 


A2 

Oil 

3-0004488 

ARLINGTON 251 SUMMER ST 

GETTY STATION 

NONE 

7/15/1993 

RAO 

7/30/1997 


A2 


3-0012002 

ARLINGTON 

SUMMER ST MYSTIC ST 

pole¥i8 

TWO HR 

12/24/1994 

RAO 

2/22/1995 


A2 

Oil 

3-0020906 

ARLINGTON 

10 SUNNYSIDE AVE 

HANSON AND TILTON AUTO 

BODY CORP 

120 DY 

7/12/2001 

RAO 

8/28/2001 


B1 

Oil 

3-0022274 

ARLINGTON 93 SUNNYSIDE AVE 

ALLIANCE EXPRESS 

TWO HR 

11/4/2002 

RAO 

11/4/2005 

PHASE II 

A2 

Oil 

3-0015938 

ARLINGTON 32 TERESA CIR 

RIDGE ST 

TWO HR 

ll/lT/1997 

RAO 

1/4/1998 


A2 

Oil 

3-0013858 

ARLINGTON 38 TOWERS RD 

NO LOCATION AID 

72 HR 

^/1996 

RAO 

10/2/1996 


A2 

Oil 

3-0019873 

ARLINGTON 

10 UNIVERSITY RD 

NO LOCATION AID 

^HR 

8/25/2000 

RAO 

8 /22/2001 


A2 

Oil 

3-0011921 

ARLINGTON WASHINGTON ST ARLINGTON ST 

POLE 83/1 

TWO HR 

12/27i994 

RAO 

1/27/1995 


A1 

Oil 

3-0017051 

ARLINGTON 30 WATER ST 

NO LOCATION AID 

120 DY 

7/16/1998 

RAO 

7/26/1999 


B1 

Oil and 
Hazardous 
Material 

3-0016615 

ARLINGTON 93 WAVERLY AND 160 RENFREW 
STS 

NO LOCATION AID 

TWO HR 

T/1^1998 

RAO 

3/29/2001 

PHASE II 

A2 

Oil 

3-0014110 

ARLINGTON 

8 WELLINGTON ST 

NO LOCATION AID 

72 HR 

12/23/1996 

RAO 

1/137i998 

PHASE II 

A2 

Oil 
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